THOMAS A. EDISON

him to register in his guest-book. The pages of the guest-book
were divided into four columns, as follows:

Name       Address       Occupation       Interested In

Under the caption Interested In, Edison wrote: "Everything."
He was satisfied with nothing short of the sum of practical human
knowledge.

In his endless quest for the practical, he was never satisfied
with his past achievement. Always he looked toward the future.
His prophetic vision saw many years ahead of the contemporary
needs of his country. It is interesting to note that one of his very
last experiments when death overtook him (1931) was concerned
with the production of synthetic rubber.

And death itself, he was convinced, is but the transition into a
new laboratory for greater experiments. cTve lived my life. IVe
done my work. Now I am ready for the next job."